
* SUBw'EC i i REQUEST 3Y j 3 R FOR ASSISTANCE IN NORWAY, 

* T0BAKK3KADERAQ 

* MR. LOECHSEN OF THE TOBAKKSKADERAD HAS ALREADY BEEN 

* BRIEFED PERSONALLY BY ME ON THE STATUS OF THE DIN 

* VORNORM (PRE-STANDARD). HE HAS ALSO RECEIVED SAMPLES 

* OF PACKS OF BARCLAYS-DB WITH THE NEW DATA N=0.oMG, 

+ K = 6MG AND BARCLAY-CH WITH THE DOUBLE DECLARATION, I.E. 

* T = 1M G , N = 0.2 M G , WHEN VENTILATION CLOSED T=11MG, N = 1MG. 

* WHAT COULD 3E DONE NOW IS TO SHOW THE NORWEGIANS THE 

* NEW DRAFT OF THE FINAL DIN STANDARD. I HAVE GOT THE 

* DOCUMENT, BUT CANNOT SEND THEM A COPY. WE ALSO HAVE 

* THE DRAWINGS FOR AND SPECIMENS OF THE ADAPTER WHICH IS 

* GOING TO BE USED IN GERMANY FOR MEASURING, ACCORDING TO 

* DIN, THE VENTILATION OF CHANNEL-VENTILATED CIGARETTES 

* IN CONJUNCTION WITH NICOTINE / CONDENSATE TESTING. 

* ANY SUCK COMMUNICATION WOULD HAVE TO BE IN CONFIDENCE. 

* I.E. INOFFICIAL, AS WE ARE NOT AUTHORISED TO MAKE 

* PUBLIC USE OF THE AMENDET DIN STANDARD BEFORE IT 

* BECOMING OFFICIAL. 

* 

* KIND REGARDS, 

* HELMUT GAISCH 

* * 
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* 952605 FTRU CH 


16.03.85 15.26 


* 16.08.35 1528 


rc 

LH 

O 

o 

4 = 

GO 

(JO 

*\J 

<_n 


16.08.35 15.26 


Source: https://www.industrydocuments.ucsf.edu/docs/jglxOOOO 



